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Save More than 60 Minutes with DNA Gel Electrophoresis 
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Mini ReadyAgarose™ Precast Gels 

Use Mini ReadyAgarose Precast Gels to save 30 minutes 
on agarose gel preparation. 
bio-rad.com/web/PrecastAgarose 


50x Tris/Acetic Acid/EDTA (TAE) Buffer 

Use premade 50x Tris/acetic acid/EDTA (TAE) buffer with the 
fast gel protocol to save 10 minutes on running DNA gels. 
bio-rad.com/web/TAE 

bio-rad.com/web/FastGel 


Fast Blast™ DNA Stain 

Use Fast Blast DNA Stain with the fast stain protocol to save 
10 minutes on staining and destaining. 
bio-rad.com/web/FastBlast 
bio-rad.com/web/FastProtocol 


UView™ 6x Loading Dye and UView Mini Transilluminator 
Use UView 6x Loading Dye with the UView Mini Transilluminator 
to save more than 30 minutes on staining and destaining. 
bio-rad.com/web/UViewDye 


PowerPac™ Basic Power Supply and Mini-Sub® Cell GT Cell 
Use the PowerPac Basic Power Supply and Mini-Sub Cell 

GT Cell for reliable gel electrophoresis results every time. 
bio-rad.com/web/PowerPacSupply 
bio-rad.com/web/MiniSub 
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Save Up to 4 Hours with Protein Gel Electrophoresis 
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Visual 25 PowerPac Basic Power Supply and Mini-PROTEAN Tetra Cell 
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Visit bio-rad.com/web/FastElectroEquipment and bio-rad.com/web/FastElectroReagents 
for more information about electrophoresis equipment and reagents. 
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